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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, January 27, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Jan- 
uary 27, 1971, at 7:30 p.m., in the Press 
Room, City Hall. 


Present: Board Members Bock, Emery 
Rey, Sullvian, Tableman and Zapata. 


Absent: Board members Dodson and 
Weeks. 


Guest: Norris Ingells, State Journal. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of a quorum. Motion by Mr. 
Tableman, second by Mrs. Bock, that 
minutes of the December meeting be ap- 
proved as circulated. 


Motion carried. 


Mr. Pesterfield reported that the Board 
of Water and Light is still having trouble 
with the Oldsmobile stack. He has con- 
ferred with Mr. Erickson and Mr, Brush. 
They are still working on a solution to the 
problem. The engineer recommends that 
we hold the complaint in abeyance pend- 
ing solution of the problem. Motion Mrs. 
Bock second Mr. Zapata, that the Board 
concur with the recommendation of the 
engineer. 


Motion carried. 


There was a discussion of the continuing 
odor problem at Fisher Body. They are 
due to report next month on results of 
their study. 


The Progress Report Committee indicat- 
ed areas they would like to see covered 
such as: History, listing of former Board 
members, reasons for name change, ordin- 


ance changes initiated by the Board, com- 
plaints settled without recourse to legal 
action, expenditures for such control, pro- 
jected changes in Board scope and name, 
suggested ordinance ammendments and a 
listing of complaints. 


Motion by Mr. Tableman, second by Mr. 
Emery, that the Board accept the report of 
the committee and pursue the project as 
funds become available. 


Motion carried. 


Mr, Ray showed the badges he had in 
mind for identification purposes. Motion 
by Mrs. Bock second Mr. Sullivan, that 
the Chairman investigate the cost of using 
similar badges by this Board. 


Mr. Zapata reported on the last meeting 
of the Professional Engineers’ Society re- 
garding their involvement in pollution prob- 
lems of the area. 


Mr. Ray reported that he had met with 
Miss Belen regarding ordinance revision. 
He suggests that we invite her to our next 
meeting. The Board concurred. 


The next meeting will be held Wednes- 
day evening, February 24, 1971 at 7:30 
p.m., in the Press room, City Hall. 


Motion by Mr. Sullivan that the meeting 
be adjourned. So ordered. The meeting 
was adjourned at 8:05 p.m. 


Respectfully submitted, 


COMMITTEE 
AIR POLLUTION BOARD 


MARVIN S. RAY, Chairman 
NORMA DONOVAN, 
Secretary 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


252 COUNCIL PROCEEDINGS 


Motion by Faggion that the Board con- 
curs in the request of the Director, second- 
ed by Hobrla. 


Carried, 


Mr. Backus reported on the City’s salt 
consumption so far this year. 


Mr. Backus reported that we will have 
about $312,000 available for the replace- 
ment and relocation of the City Garage. 


Mr. Backus reported that the trucks for 
the Model City pickup have been delivered, 


March 8, 1971 


and will be ready to start on Monday 
morning, February 8. 


Mr. Gorbit reported that the Eureka 
Street project has been awarded to the Mc- 
Namara Construction Co., and was also 
awarded the relocation of sewers around 
the Capitol, Plans for advertising the 
Jolly Road widening are finished, with an 
estimated cost of one-half Million. 


Meeting adjourned 9:55 p.m, 
Respectfully submitted, 


BARBARA GARLOCK, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, February 24, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Feb- 
ruary 24, 1971, at 7:30 p.m., in the Press 
Room, City Hall. 


Present: Board Members Bock, Emery, 
Ray, Sullivan, Weeks and Zapata—é. 


Absent: Board Members Dodson and 
Tableman—2, 


Guest: Norris Ingells, State Journal. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. Motion by Mr. 
Sullivan, second Mrs. Bock, that minutes 
of the January meeting be approved as 
printed. 


Motion carried. 


The secretary read a communication from 
Fisher Body concerning their odor problem. 
Since there has been a continuation of the 
problem in the winter, the company is 
considering expansion of their study to 
cover warmer weather when complaints are 
usually most numerous, Mr. Zapata had 
made a tour of the painting area and 
reported on his observations. The Board 
expressed their appreciation to Mr, Zapata 
for his report. After a discussion there was 
a motion by Mr, Emery, second by Mr. 


Zapata, that the letter from Fisher Body be 
accepted and placed on file and the com- 
plaint continued until information is 
obtained regarding the Board’s questions. 
Motion carried. Mr. Ray asked Mr, Emery, 
Mr. Zapata and Mr, Pesterfield to compile 
questions so that we can invite the Com- 
pany to meet with us in March. 


The engineer reports that the Board of 
Water and Light is still having problems 
with the Oldsmobile stack but since they 
are still working on the problem, he recom- 
mends that the complaint be continued. 
There have been complaints but apparently 
most of them concern steam plume which 
is not air pollution. Motion by Mrs. Weeks, 
second by Mr. Emery, that the Board 
accept the recommendation of the engineer. 


Motion carried. 


Mr, Pesterfield presented a communica- 
tion regarding Lansing Drop Forge. They 
have completed installation of controls on 
one furnace and have materials on order 
for a second. They will continue to con- 
vert to automatic controls as fast as pos- 
sible. Mr. Pesterfield anticipates that 
completion will take at least a year. Mr. 
Welsh indicated he would be glad to meet 
with the Board. This information will be 
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transmitted to the Mayor and Council and 
they will be invited to meet with us, to- 
gether with Mr. Welsh, in March. The 
engineer was instructed to continue to work 
on this complaint. 


Mr. Pesterfield reported a number of 
complaints concerning residential heating 
systems—not under our jurisdiction—from 
people who refused to give their names. 
After a discussion the Board decided to 
continue its policy of investigation of com- 
ag only if complainants identify them- 
selves. 


Mr. Zapata reported on a meeting he 
attended concerning open burning. Mr. 
Ray asked Mrs. Bock to contact Dale 
Granger of the Public Service Board to find 
out what we can do. 


Mr. Pesterfield was instructed to pro- 
ceed with a report for an upcoming air 
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pollution conference involving several uni- 
versities. 


Mr. Ray reported that our budget request 
was trimmed by about $300 at the Mayor’s 
Budget hearing. 


A communication from Miss Belen in- 
dicated she might not be able to attend 
tonight’s meeting due to a conflict, 


The next meeting will be held Wednesday 
evening March 31, 1971, at 7:30 p.m., in 
the Press Room, City Hall. Motion by Mrs. 
Bock that the meeting be adjourned. So 
ordered. The meeting was adjourned at 
8:40 p.m. 


Respectfully submitted, 


MARVIN S. Ray, 
Chairman 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


FIRE BOARD 
OF THE CITY OF LANSING 





Proceedings, March 1, 1971 





The Lansing Fire Board met in special 
session at 6:00 PM, Monday, March 1, 
1971, to consider a recommendation of the 
Personnel Committee in the matter of 
Fireman David Pleshek. 


Present: Commissioners Clark, Kauff- 
man, Salerno, Sheathelm, Roe and Ride- 
nour.—6. 


Absent; Commissioners Canady and Mer- 
ritt. 


Upon motion of Commissioner Sheat- 
helm, supported by Commissioner Roe, the 
Board by unanimous vote adopted the reec- 
ommendation of the Personnel Committee 
suspending David Pleshek without pay for 
a period of 30 days commencing on Feb- 
ruary 22, 1971, to be followed by a one 
year probationary period commencing on 
March 4, 1971, during which probationary 
period a proven violation of any Fire De- 


partment rule or regulation shall be cause 
for immediate discharge. 


The Board underscored the seriousness of 
violation of any Fire Department rule or 
regulation and noted that willful viola- 
tion was even more reprehensible. 


The Board directed that copies of the 
minutes of these proceedings be forwarded 


to Fireman Pleshek, Local 421, and posted 
at each fire station. 


The meeting was adjourned at 6:30 PM. 


Respectfully submitted. 


WILLIAM R. GREW, 
Secretary . 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, March 31, 1971 





The Air Pollution Board held its regular 
meeting on Wednesday evening, March 31, 
ae at 7:30 p.m., in the Press Room, City 

all. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan, Tableman, Weeks 
and Zapata. 


Guests: Councilman Belen; Norris In- 
gells. State Journal; Messrs. Welsh and 
Jordan, Lansing Div., Federal Drop Forge; 
and Messrs, Wiethorn, Ries, and Winters, 
Fisher Body Div., GMC. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. Motion by Mrs. 
Weeks, second Mr. Dodson, that minutes 
of the February meeting be approved as 
distributed. Motion carried. 


Mr. Wiethorn reported on the situation 
at Fisher Body. They are still working on 
installation of the electrostatic painting 
equipment. They hope to have it done by 
June and will phase it into use. Change 
to this equipment should be complete after 
August model change. Waste treatment 
plant bids have been opened and they expect 
work to begin within two weeks. Two odor 
complaints have been received by the Board. 
GM’s Industrial Hygiene Department has 
taken air samples in the Verlinden area 
but the results were inconclusive. Fisher 
has contacted seven area residents, includ- 
ing two complainants, requesting help. 
They will telephone Fisher when an odor 
is noted and two Fisher representatives will 
take air samples which will be forwarded 
to Detroit for analysis. The first call was 
received last week and the sample analysis 
showed 2.5 ppm toluene and 0.4 ppm xylene. 
They expect complaints to go up in the 
summer. Mr. Ray commended the company 
for the practicality of their approach. There 
was some discussion. Motion by Mr. Table- 
man, second Mr. Emery, that the Board re- 
ceive the report. Motion carried, Mr. Ray 
indicated the Board would continue to re- 
quest progress reports. 


Mr. Welsh of Lansing Division, Federal 
Drop Forge reported that they have had a 
visual. spasmodic smoke problem. Since the 
citation was issued they have made a real 


effort to keep this to a minimum. Some 
smoke is natural until funaces get up to 
temperature but this can be controlled. 
They have installed automatic controls on 
one furnace and they are in the process of 
adding controls to a second. Because the 
equipment is expensive it is a slow process. 
They would prefer to convert to gas but 
this is unlikely at the present time. Even 
manually controlled furnaces are polluting 
less since they instituted an educational 
program to make operators more aware 
of the problem. The company no longer 
burns waste material. They believe they 
are now in compliance. There was a dis- 
cussion. Mr. Pesterfield recommends that 
we accept their report and continue the 
complaint until control work is complete. 
Motion Mr. Dodson, second, Mr. Zapata, 
that the Board concur in the recommenda- 
tion of the engineer. Motion carried. Mr. 
Ray indicated the Board would continue to 
request occasional progress reports. 


Mr. Pesterfield reports that the Board 
of Water and Light is still having problems 
with one stack. They have made changes 
inside the stack and are now making 
changes on the stoker. They have requested 
that we continue the complaint until they 
can solve the problem. The engineer notes 
that it pollutes continuously but believes 
we should cooperate with them. Motion by 
Mrs. Bock, second by Mr. Dodson, that the 
Board accept the engineer’s recommenda- 
tion. Motion carried. 


Mr. Pesterfield reports that Centrifuse, 
Inc., is again in violation of the city or- 
dinance, They are not operating the equip- 
ment on the second shift. He recommends 
that we notify them that this is not ac- 
ceptable. Motion by Mr. Dodson, second, 
Mrs. Weeks, that Centrifuse be notified that 
control equipment must be run whenever 
the plant is in operation. Motion carried. 


The engineer reports numerous com- 
plaints about residential trash burners. 
Miss Belen reported on the ordinance cover- 
ing trash in the Model Cities area. There 
was a discussion of this problem. 
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Mrs. Bock reported that Mr. Granger of 
the Public Service Board would like to 
meet with the Air Pollution Board or Board 
representatives. He will correspond regard- 
ing this matter. 


The next meeting will be held Wednesday 
evening, April 28, 1971, at 7:30 P.M., in 
the Press Room, City Hall. Motion by Mr. 
Dodson that the meeting be adjourned. So 


APRIL 12, 1971 
ordered. The meeting was adjourned at 
8:35 P.M. 

Respectfully submitted, 


AIR POLLUTION BOARD, 
MARVIN §. RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


FIRE BOARD 
OF THE CITY OF LANSING 





Proceedings, April 1, 1971 





The Lansing Fire Board met in regular 
session at Central Fire Station and was 
ealled to order by Chairman Ralph E. 
Kauffman, Jr. 


ROLL CALL 


Present: Commissioners Sheathelm, Ride- 
nour, Kauffman, Roe and Salerno—65. 


Absent: Commissioners Clark and Canady 
—2. 


Commissioners Clark and Canady were 
excused from the meeting, and Chairman 
Kauffman stated a quorum was present. 


Superintendent of Alarms Glenn Daiss, 
Lieutenant Phillip Hazelton, Engineer Jo- 
seph Nemeth, firemen LaVerne Counsellor, 
Robert Rice and Larry Flitton attended the 
meeting. 


By Commissioner Shealthelm— 


I move the minutes of the previous ses- 
sion be approved as printed. 


Supported by Commissioner Roe. 


Carried unanimously. 


COMMUNICATIONS 


Letters and cards of thanks were received 
from the following citizens of Lansing for 
the fine work the Lansing Fire Department 
performed at the recent large fires: 


Stanley W. Mutersbaugh, President of the 
Midwest Air Filter, Inc. 


Prosper E. Titus of Superior Sheet Metal 
Works. 


Lee Taylor, Chairman of the Off Duty 
Safety Committee. 


Jesse Pindell Peirce, D.D., Minister of 
Plymouth Congregational Church. 


Mrs, Jeane H. DeWitt, 704 South Hay- 
ford. 


M. J. Strickler, President of the Civitan 
Club. 


Chief Burnett submitted a letter of ap- 
preciation from Marilyn Alexander, Direc- 
tor of Nursing of the American Red Cross 
for the instruction work of Fireman Roy 
Zigler in presenting a Multimedia First 
Aid class. 


Received and placed on file, with copies to 
Fireman Zigler and Training Chief Breth- 
auer. 


Chief Burnett presented a letter of ap- 
preciation from Harold J. Dachtler of Eve- 
rett High School for a government class 
presented by Marshal Phillip Alber. 


Received and placed on file, with a copy 
to Marshal Alber. 


Chief Burnett presented a letter of thanks 
from Charles P. White, Executive Secretary 
of the Downtown Business Division of the 
Chamber of Commerce for a program pre- 
sented at their meeting March 23, 1971. 


Received and placed on file, with a copy 
to Marshal Alber. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, April 28, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, April 
28, 1971, at 7:30 p.m., in the Press Room 
City Hall, 


Present: Board Members Bock, Dodson, 
Emery, Ray Sullivan, Tableman, Weeks 
and Zapata—s. 


Guest: Norris Ingells, State Journal. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. Motion by Mr. 
Tableman, second by Mrs. Bock, that the 
minutes of the March meeting be approved 
as circulated. Motion carried. 


The engineer reported that he and Mr. 
Ray, Mr. Emery and Mr, Zapata had visited 
Fisher Body since the last meeting. He 
has received complaints regarding fiy ash 
particulate. The company has a spreader 
type stoker and the ash is typical of one 
coal, They are looking into the problem. 
They are still studying the odor problem. 
Mr. Pesterfield recommends that the fly 
ash complaint be held open to see whether 
it is a malfunction problem. He plans to 
visit the plant again next week. 


Centrifuse, Inc,, is on strike. Despite 
this fact, the engineer has received two 
complaints. He will try to determine the 
source of the complaints. 


Motion by Mr. Dodson, second by Mr. 
Emery, that the Board concur in the recom- 
mendations of the engineer. Motion carried. 


Mr. Pesterfield visited W. R. Grace 
plant to see how their equipment is working 


out, The company is pleased with the 
solution and so is Mr. Pesterfield. 


A complaint has been received regarding 
the Ottawa Street Station of the Board 
of Water and Light. Mr. Pesterfield can 
find no substantiating evidence and the 
Board’s records do not indicate an equip- 
ment malfunction. The Board forwarded a 
letter regarding their investigation of the 
complaint. Mr. Pesterfield wonders whether 
the complainant knows the difference 
between “smoke” and “vapor”. Mr. Ray 
asked the secretary to invite Mr. Moss- 
holder to the next meeting. 


The engineer has received two com- 
plaints against Sears’ incinerator. He has 
communicated with the company and will 
confer with them regarding a_ solution 
next week. An informal complaint has 
been received concerning the incinerator 
at Mike’s Shop Rite. Mr. Pesterfield will 
investigate and report on both these prob- 
lems at the next meeting. 


The next meeting will be held May 26, 
eal at 7:30 p.m., in the Press Room, City 
ail, 


Motion by Mrs. Weeks that the meeting 
be adjourned. So ordered. The meeting 
was adjourned at 8:05 p.m. 


Respectfully submitted, 


MARVIN S&S. RAY, 
Chairman 


NORMA DONOVAN, 
Secretary 
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By Councilman Moore— 


Resolved by the City Council of the City 
of Lansing: 


Whereas, it is deemed desirable to hold 
a public hearing on the proposed Sign 
Regulation, 


Therefore, be it resolved that the City 
Clerk shall give at least 10 days notice of 
a public hearing when all persons inter- 
ested may attend and make any objections 
they may have to such proposed changes 
in the sign regulation. 


Resolved further that such hearing shall 
be held at the Council Chambers in the 
City Hall on the 2lst day of June, 1971 
at 7:30 p.m, and that notice of such hear- 
ing be published in the official publication 
of said City as required. 


Adopted by the following vote: 


Unanimously. 
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Anthony P. Nosal, 3703 Waverly Hills 
Rd. spoke. 


Louis Baker, 4001 Hilborn Lane spoke. 


Council adjourned at 8:40 P.M. 


THEO FULTON, 
City Clerk. 


Lansing, Michigan 


June 7, 1971 


F/B. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, May 26, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, May 
26, 1971, at 7:30 p.m., in the Press Room, 
City Hall. 


Present: Board Members Emery, Ray, 
Sullivan, Tableman and Zapata—b. 


Absent: Board Members Dodson, Bock 
and Weeks—2. 


Guest: Norris Ingells,, State Journal. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of a quorum. Motion by Mr. 
Sullivan, second by Mr. Emery, that 
minutes of the April meeting be approved 
as printed. Motion carried. 


Mr. Pesterfield reported that the Board 
of Water and Light is still working on 
the problem of the Oldsmobile stack. He 
will continue to watch them but believes 
eventually the Board may have to recom- 
mend that the operation be converted to 
powdered coal. He has also received a 
complaint regarding transport of fly ash 
by the Board in uncovered trucks. His 
investigation indicated the Board was in 


violation but they have now obtained covers 
for the trucks. 


A complaint regarding Mississippi Struc- 
tural Steei--complainant unidentified by the 
Michigan Department of Public Health re- 
ferral—was found to concern Tranter 
Manufacturing instead. The engineer has 
contacted Tranter and they have promised 
te correct the problem which concerns 
manual controls, 


Mr. Pesterfield has contacted Sears, 
Roebuck regarding their problem. They 
indicated they wanted help on a solution 
and he referred them to the Michigan 
Dept. of Public Health. They report that 
they are going to go to a compactor for 
most of their refuse, using incineration 
only on office scrap paper. 


The engineer received a complaint, caller 
unidentified, regarding MacDonald’s Drive- 
In on South Cedar. He finds no evidence of 
a violation. 


The engineer recommends that the com- 
plaint regarding trucking by the Board of 
water and Light be closed. The complaint 
regarding the Oldsmobile stack should be 
continued, The complaint regarding Mis- 
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sissippi Structural Steel should be closed. 
He requests that the Tranter Mfg. com- 
plaint be continued until the next meeting. 
He also requests that the Sears complaint 
be held open pending installation of equip- 
ment, Motion by Mr. Tableman, second by 
Mr. Zapata, that the complaint regarding 
trucking by the Board of Water and Light 
and the complaints against Mississippi 
Structural Steel and MacDonald’s, S. Cedar, 
be closed. Motion carried. Motion by Mr. 
Zapata, second by Mr. Tableman, that the 
remaining complaint against the Board 
of Water and Light and those against 
Tranter Mfg. and Sears, Roebuck be con- 
tinued, Motion carried. 


There was a discussion of the informal 
complaint against Mike’s Finer Foods 
Market, Inc. Mr. Pesterfield made no in- 
vestigation because he found that they are 
located outside our jurisdiction. We have 
received a communication from their lawyer 
regarding the source of the complaint. 
Motion by Mr. Tableman, second by Mr. 
Emery, that the Chairman reply to Mr. 
Ewert that the engineer was there on the 





JUNE 7, 1971 


Board’s instructions: that he left when he 
discovered it was outside his jurisdiction: 
that had he discovered a violation, the 
Board would have referred it to proper 
authorities. Motion carried. 


There was a discussion of the Board’s 
policy regarding informal complaints. The 
Chairman will contact the City Attorney 
for advice and there will be a further dis- 
cussion of the policy at the next meeting. 


The next meeting will be held June 30, 
1971, at 7:30 p.m., in the Press Room, City 
Hall. 


Motion by Mr. Zapata that the meeting 
be adjourned. So ordered at 8:40 p.m. 


Respectfully submitted, 


MARVIN S. RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary 


OFFICIAL PROCEEDINGS OF THE 


PLANNING BOARD 
OF THE CITY OF LANSING 





Proceedings, April 6, 1971 





Meeting was called to order at 7:43 P.M. 
by Chairman Black. 


ROLL CALL 


Present: Aldrich, Black, Gaus, Harris, 
Reynolds—5. 


Absent: Duncan, Fink, Pawlak—3. 


7:45 P.M. Mr. Fink arrived. 


HEARINGS 
Z-9 71 


Northwest corner S. Cedar and Miller Rd. 
E-2, DM to F 


Mr. Jack Pentecost, Better Properties, 
1706 E. Michigan Ave., Petitioner, ap- 
peared in behalf of the request to rezone 
property on the northwest corner of S. 
Cedar Street and Miller Road from “E-2” 
Drive in Shop and “DM” multiple dwelling 
district to “F’ commercial district. He 


proposes to build and operate a small strip 
shopping center and gasoline station. 


Mr. Gaus asked if he would cut down the 
building size if he were lacking in parking 
spaces. 


Mr. Pentecost stated that according to 
the Building Department, the proposed 
parking is adequate. 


No one spoke in opposition. 


Referred to the Zoning Committee. 


Z-10-71 
1601 E. Willoughby Rd. H, A-1 to F 


Mr. Richard Kieppe, petitioner, appeared 
in behalf of the petition to rezone property 
at 1601 E. Willoughby Road from “H” 
Light industrial district and “‘A-1” family 
residential district to ‘“‘F” commercial dis- 
trict. He proposes to develop the entire 
site as a mobile home park. 


Mr. Bernard Covington, International 
Village, and his associate Mr. Batzer 
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moratorium on over-building of gasoline 
stations, 


Anthony P. Nosal spoke. 


Thomas Gollach, 8605 W. Jolly Road 
spoke relative to Channel 9 being taken 
away. 


Louis Baker spoke. 


JULY 12, 1971 


Counci] adjourned at 8:10 P.M. 


THEO FULTON, 
City Clerk. 


Lansing, Michigan 


July 12, 1971 


F.B. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, June 30, 1971 





The regular meeting of the Air Pollu- 
tion Board was held Wednesday evening, 
June 30, 1971, at 7:30 p.m., in the Press 
Room, City Hall. 


Present. Board Members Bock, Emery, 
Ray, Sullivan, Tableman, Weeks and 
Zapata. 


Absent: Board Member Dodson. 
Guest: Norris Ingells, State Journal. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. Motion by Mr. 
Emery, second Mrs. Weeks, that minutes 
of the May meeting be approved as 
printed. Motion carried, 


Mr. Pesterfield reported that corrections 
of the Sears, Roebuck complaint are in 
progress and recommends that the com- 
plaint be held open. 


The engineer reported several informal 
complaints Centrifuse, Inc. His investi- 
gation indicated a temporary equipment 
failure which was corrected. He has had 
no further complaints. 


Tranter Manufacturing will be leaving 
the city, if they have not already done 
so, but have promised to see that there are 


no more emissions until they do move. 
Mr. Pesterfield has had no further com- 
plaints. 


Mr. Pesterfield now has several com- 
plaints regarding trash burning at Mac- 
Donald’s Drive-Ins. There is also a com- 
plaint regarding Burger King. They burn 
accumulated waste paper, plastic bags, 
unconsumed food, ete. He would like the 
complaint held open until he can talk with 
management, 


A complaint concerning West Trailer 
Court also concerns trash burning. One 
incinerator serves 25-20 family units. Mr. 
Pesterfield is attempting to contact the 
owner, 


A complaint concerning Dave’s Grocery 
and trash burning has been determined 
not in our jurisdiction because it is out- 
side the city limits. 


Mr. Pesterfield presented a petition 
referred by the City Council concerning 
park noise, houses too close to the new 
highway, excessive train and factory noise 
and dirt in the area of Stanley Street. 


It was moved by Mr. Zapata, second by 
Mrs. Bock, that complaints regarding 
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Centrifuse, Inc., Tranter Mfg. and Dave's 
Grocery be closed as recommended by the 
engineer. Motion carried. 


Motion by Mr. Sullivan, second Mr. 
Emery, that the Board concur in the 
engineer recommendation that complaints 
regarding Sears, Roebuck, Burger King, 
MacDonald’s and West Trailer Court be 
continued. Motion carried. 


Motion by Mr. Emery, second Mr. Table- 
man, that the petition be returned to Coun- 
cil with the notation that it is not presently 
wihin our jurisdiction under the ordinance 
and the suggestion that other departments 
such as Park Board or Police might have 
partial jurisdiction, Motion carried. 


There was a discussion of the budget. 
Mr. Ray noted that the Board had been 
given money in the budget for the com- 
munity study-information item and asked 
that members consider how we should 
begin, 


Mrs. Bock indicated she had received a 
call from Mr, Reese at Fisher Body asking 
whether she had received any complaints 
and she told him she had had two. 
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Motion by Mrs. Bock, second Mrs. Weeks, 
that the Board prepare a resolution honor- 
ing Bernard D. Bloomfield, Michigan De- 
partment of Public Health. Motion carried. 


Because of conflicts for several members, 
the next meeting of the Board will be 
held Wednesday evening, July 21, 1971, 
at 7:30 p.m., in the Press Room, City Hall. 


Motion by Mr. Tableman, second Mrs. 
Bock, that the Board reappoint C, H. 
Pesterfield, engineer and Norma Donovan, 
Secretary for the coming fiscal year. 
Motion Carried. 


Motion by Mr. Sullivan that the meeting 
be adjourned. So ordered. The meeting was 
adjourned at 8:05 p.m. 


Respectfully submitted, 


MARVIN S. RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


FIRE BOARD 
OF THE CITY OF LANSING 





Proceedings, July 1, 1971 





The Lansing Fire Board met in regular 
session at Central Fire Station and was 
called to order by Chairman Ralph E. 
Kauffman, Jr. 


ROLL CALL 


Present: Commissioners Sheathelm, 
Owen, Clark, Ridenour, Kauffman, Canady 
and Roe—7. 


Absent, Commissioner Salerno. 


Commissioner Salerno was excused from 
the meeting. 


Marshal Alber, Norman Sinclair, Local 
421 President Gary L. Thomas, Fireman 
Gary Lee Thomas, Fireman Rodger La- 


Londe and Mr. Reuben Henderson attended 
the meeting. 


Chairman Kauffman officially welcomed 
Commissioner Nolan Owen to the Fire 
Board. 


The minutes of the previous meeting 
were approved with the following addition: 


(Gary L. Thomas, President of Local 
421, thanked the members of the Board for 
bringing the department up to full 
strength), and supported the Board’s action 
in withdrawing the smoke canisters from 
service, 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, July 21, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, July 
21, 1971, at 7:30 p.m., in Room G-36, City 
Hall. 


Present: Board Members Bock, Emery, 
Ray, Sullivan, Tableman, Weeks and Za- 
pata. 


Absent: Board Member Dodson. 


Guests: Norris Ingells, State Journal; 
Harold Rogers, Ingham County TB and 
Respiratory Disease Assn.; Al Nussdorfer ; 
Pearl Gonzales. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of a quorum. Motion by Mr. 
Sullivan, second Mrs, Weeks, that the 
minutes of the June meeting be approved 
as published. 


Motion carried. 


The engineer reported that the MacDon- 
ald’s Drive-In on South Cedar has removed 
its incinerator, installed a compactor and 
is having the material hauled away, The 
same is being done at the other MacDon- 
ald’s locations. He recommends that the 
South Cedar complaint be closed and the 
others held open pending completion. 


Motion by Mr. Emery, second by Mrs. 
Weeks, that the Board concur in the recom- 
mendation of the engineer. 


Motion carried. 


The incinerator at Burger King was filled 
to the grate, preventing proper combustion. 
It had not been cleaned in fourteen days. 
Mr. Pesterfield consulted with the manager 
regarding proper cleaning procedures. He 
would like the Board to prohibit burning 
at all such establishments. There was a dis- 
cussion. Since this trash contains garbage, 
burning is illegal under the health code. 
The Board instructed the engineer to con- 
sult with the Department of Health for 
cooperation on this problem. 


The incinerator at West Trailer Court is 
inoperative. There are lug loaders in each 
corner of the court. The engineer recom- 
mends that this complaint be closed. 


Motion by Mr. Emery, second by Mr. 
Zapata, that the Board concur with the rec- 
ommendation of the engineer. 


Motion carried. 


The compactor for Sears, Roebuck is in 
transit. The engineer will hold this com- 
plaint pending installation. 


A complaint concerning Lansing Electric 
involves an incinerator within the build- 
ing being used for burning insulation off 
copper wire. When Mr. Pesterfield asked 
who had given them permission, they in- 
dicated the Air Pollution Board. Since this 
is untrue, he will try to find out who did 
give permission. 


One complaint regarding Board of Water 
and Light concerns water main installation 
in the middle of the street. Mr. Pesterfield 
will contact complainant since there is 
little we can do about this problem, The 
other concerns particulate. Supplier prob- 
lems are the cause of this one. The Board 
is presently using a low SOz content coal 
because what they regularly use is unavail- 
able. Particulate of the low content coal 
is not well handled by precipitators. The 
Board anticipates a return to their regular 
supply in the near future. 


A communication was read from Theo 
Fulton regarding a Test Demonstration of 
Auto Exhaust Emission to be held July 27 
and 28 at Meridian Mall and Frandor re- 
spectively. 


Mrs. Gonzales spoke regarding noise and 
particulate emitted by John Bean. Mr. 
Pesterfield will investigate. 


Mr. Nussdorfer, Chairman of a Sub- 
Committee of the Capital Area Comprehen- 
sive Health Care, indicated they seek im- 
provement of the environment. They would 
like a member of the Air Pollution Board 
to serve on the Sub-Committee. Mr. Ray 
appointed Mrs. Bock who accepted. 


There was a discussion of the possibility 
of Federal Funds being available which 
would help our program, Mr. Ray will con- 
tact Walter Sowles, Program Coordinator 
for the City Council for help in this matter. 


Mr, Zapata presented comments regard- 
ing the proposed Community Information 
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Program. He then moved that the Board 
incorporate in such a program (1) infor- 
mation regarding our complaint procedure 
and (2) information as to how the work of 
the Board can be used by individuals before 
embarking on action under Michigan’s 
“Right to Sue” law. Second by Mr. Emery. 


Motion by Mr. Emery that this motion be 
tabled until the next meeting. Second Mr. 
Tableman. 


Motion carried. 


Mr. Ray asked the engineer to chair the 
meeting for election of officers. 


Nomination, Mr. Tableman, second Mrs. 
Bock, that Mr. Ray remain Chairman for 
1971-72. Motion by Mr. Emery, second Mr. 
Tableman, that nominations be closed and 
Mr. Ray declared elected unanimously. 


Motion carried. 


Nomination, Mrs. Bock, second Mr. 
Tableman, that Mrs. Weeks serve as Vice 
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Chairman for 1971-1972. Motion Mr. Sul- 
livan, second Mr. Tableman, that nomina- 
tions be closed and Mrs. Weeks declared 
elected unanimously. 


Motion carried. 


Mr. Ray returned to chair the meeting. 
He appointed Mr. Zapata, Mr. Emery, and 
Mr. Tableman to a Committee to make 
plans for the Community Information Pro- 
gram, working with Mr. Ingells, State 
Journal, if possible. 


The next meeting will be held August 
25, is at 7:30 p.m., in Room G-86, City 
Hall. 


Motion by Mrs. Weeks that the meeting 
be adjourned. So ordered. The meeting 
was adjourned at 8:35 p.m. 

Respectfully submitted, 


MARVIN S. RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


PARK BOARD 
OF THE CITY OF LANSING 





Proceedings, July 21, 1971 


The meeting was called to order by Presi- 
dent English. 


Present: English, McFall, Fletcher, Har- 
low, Swathwood. 


Absent: Kowalski, Powers, Semerly, Mr. 
Semerly arrived at 8:15 P.M. 


The minutes of the meeting held June 9, 
1971 were approved as written. 


Election of Officers was postponed until 
later in the meeting as it was anticipated 
more members would be present. 


Mr. & Mrs. Vern Ball, together with 
other metal detector hobbyists, requested 
permission from the Park Board for the 
privilege of finding and digging for metal 
objects in parks, The matter was set aside 
for later discussion. 


COMMUNICATIONS 


Letter from River Ridge residents thank- 
ing Park Board for not allowing snowmo- 
biling in Grand Woods Camp. 


Placed on file. 


Letter from Ray A. Hannula requesting 
perpetual special care for the west 1% of 
Lot 250, Section Z, Mt. Hope Cemetery, con- 
sisting of an urn, to be planted with flowers 
and maintained in summer, and a wreath 
during winter. 


By Mr. McFall: That the Park Board 
approve the request for special care for 
the west 14 of Lot 250, Section Z, Mt. Hope 
Cemetery, provided $800.00 be deposited 
now and an urn be furnished in 1972 en- 
abling Ray A. Hannula, trustee of the 
estate, to plant said urn and that full re- 
sponsibility for planting the urn each 
spring and furnishing the wreath and 
maintaining the urn, the responsibility of 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, August 25, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, August 
ae at 7:30 p.m., in Room C-36, City 

all, 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan and Zapata—6. 


Absent: Board Members Tableman and 
Weeks—2. 


Guests: Walter Sowles; Norris Ingells, 
The State Journal. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. Motion by Mr. Sul- 
livan, seconded by Mr. Dodson, that minutes 
of the July meeting be accepted as printed. 


Motion carried. 


Mr. Pesterfield reported on an SO2 com- 
plaint concerning the Board of Water and 
Light. The Board is still studying this 
problem and Mr. Pesterfield recommends 
that it be held in abeyance. Another com- 
plaint concerning uncovered trucking by 
the Board has been received, Although he 
has been assured that all trucks now have 
covers, he will check on this. A petition 
has been received regarding fallout from 
the Eckert plant. This problem relates to 
inability to obtain high SOz coal and in- 
efficiency of the electrostatic precipitator 
with the grade they are using. The Board 
will ask representatives of the Board of 
Water and Light to confer with us in Sep- 
tember. 


Lansing Electric Motors has been burn- 
ing in a Fire Marshal approved incinerator 
but has been in violation because of the 
manner in which the unit was operated. 
The engineer has conferred with the com- 
pany and recommends that the complaint 
be continued until he is sure they will 
operate properly, He states that he has 
been unable to contact the complainant de- 
spite many attempts at various times of 
the day. The Board instructed the secre- 
tary to communicate by letter. 


McDonald’s now have compactors in two 
locations and the engineer expects the third 
to be installed soon, He recommends that 
we hold this open pending completion. 


Burger King has cleaned their incinera- 
tor and is having trash hauled away. How- 
ever, standing trash presents a fly problem. 
Mr. Pesterfield has conferred with Fire 
Marshal Albers who suggests that he, Mr. 
Pesterfield and a health department repre- 
sentative contact all drive-ins, apartment 
houses, supermarkets, etc., in a push to 
eliminate this kind of problem. Mr. Pester- 
field recommends that we cooperate. 


Motion by Mr. Sullivan, seconded by Mr. 
Dodson, that the Board coneur with the 
recommendation of the engineer, 


Motion carried. 


The Sears, Roebuck compactor is on or- 
der but still has not been received. The 
engineer recommends that the complaint be 
held open pending completion although he 
has received no further complaints. 


The Board has received additional com- 
plaints regarding Centrifuse, Inc., and 
smoke at night. Mr. Pesterfield has been 
unable to contact Mr. Engle. 


Motion by Mr. Dodson, seconded by Mr. 
Zapata, that the Board ask company offi- 
cials to meet with us next month on this 
problem. 


Motion carried. 


The residence involved in the complaint 
against John Bean is so close to the factory 
that odors and noise will be impossible to 
avoid. Blowers exhaust through the roof, 
not to the side. The engineer recommends 
that we hold pending further investigation. 


Motion by Mr. Zapata, seconded by Mr. 
Dodson, that the Board concur in all ‘‘con- 
tinue” recommendations of the engineer, 


Motion carried, 


Mr. Sowles, Coordinator for the City 
Council, spoke regarding possible resources 
available to the Board and the possibility 
of expanding the scope of the Board. There 
was a discussion of the situation. Mr. Ray 
added Mr. Dodson to the Community In- 
formation Planning Committee and en- 
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larged the scope of the Committee to in- 
elude the possibility of expanding the scope 
of the Board and finding additional funds. 
They will work with Mr, Sowles. 


Mr. Pesterfield has received a new com- 
plaint of smoke and odor regarding Asso- 
ciated Trucking, N. Washington. It is simi- 
lar to the John Bean complaint in that the 
residence in question is located close to the 
company boundary. The engineer is in- 
vestigating. 


Mrs. Bock reported on a meeting of the 
Sub-Committee of the Tri-County Compre- 
hensive Health Care. The Committee is 
pressing for an ordinance covering noise. 
Mr. Ray asked her to report again next 
month on the scope of this group. 
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The next meeting of the Board will be 
held Wednesday evening, September 29, 
1971, at 7:30 p.m., in Room C-36, City Hall. 


Motion by Mrs. Bock that the meeting be 
adjourned, So ordered. 


The meeting was adjourned at 9:10 p.m. 


Respectfully submitted, 


MARVIN RAY, Chairman, 
NORMA DONOVAN, Secretary 





OFFICIAL PROCEEDINGS OF THE 


PLANNING BOARD 
OF THE CITY OF LANSING 





Proceedings, August 17, 1971 





August 17, 1971 
7:30 p.m., Court Room #1 
Sixth Floor, City Hall 
Meeting was called to order at 7:41 p.m. 
by Chairman Black. 
ROLL CALL 


Present: Aldrich, Barnhart, Black, Fink, 
Gaus, Pawlak—6. 


Absent: Anderson—l. 


Mr. Anderson arrived at 7:47. 


HEARINGS 


SUP-4-71 


Corner Ballard St. and Drury Lane—Drug 
Education Center. 


Mr. Mario Soza, 1507 Ballard Street, ap- 
peared in behalf of the request for a special 
use permit for the purpose of operating a 
drug education center (funded by Model 
Cities and Community Mental Health). 


Mr. Soza pointed out that a drug center 
is needed due to the drug problem on the 


os Side. The purpose of the center will 
je to: 


a. Provide drug users with a place to go 
when in need of help. 


b. Make drug information available to 
schools, civic organization, churches, 
etc. 


ce. Translate material into Spanish. 
d. Refer ex-addicts for jobs. 


Mr. Soza stated that a petition of resi- 
dents in a two block area immediately sur- 
rounding the proposed site resulted in 87 
yes votes, 25 not at home, 8 no votes, and 
4 undecided. This averages 70.2 per cent 
in favor. 


He stated also that they have permission 
to use the Cristo Rey Community Center 
parking facility. 


Mr. Fink, of the Planning Board, asked 
how much parking space was on the site. 


Mr. Soza stated that there is enough 
room for three cars on their lot. 


Mrs. Rebecca Hall of 1407 Ballard Street 
spoke in opposition due to the congested 
neighborhood. She stated that Cristo Rey 
has hardly enough parking space to take 
care of their own programs, that there is 
no parking on the west side of the street, 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, September 29, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Sep- 
tember 29, 1971, at 7:30 p.m., in Room 
G-36, City Hall. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan, Weeks and Zapata 


Absent: None. 


Guests: A. Waterman, C. Hand and R. 
Ophaug, Board of Water and Light; D. 
Shuster and E. Ellsworth, Motor Wheel; R. 
Granger, Granger Containers; N. Ingells, 
State Journal; Ellen Gordon; John Hun- 
nell; John Lehtonen and Martin Schole. 


The meeting was called to order by the 
Chairman, The Secretary announced the 
presence of a quorum. 


Motion by Mr. Emery, seconded by Mr. 
Dodson, that minutes of the August meet- 
ing be accepted as distributed. 


Motion carried. 


Mr. Pesterfield asked a representative of 
the Board of Water and Light to bring us 
up to date on their activities to control pol- 
lution. Mr. Ophaug presented a written 
report. He indicated that the Board of 
Water and Light Commissioners had just 
extended the SOz Research program. The 
electrostatic precipitator efficiency drops 
about 17% when the Board is forced to use 
low SOz content coal. They try to blend 
this type coal with high content coal when 
they are forced to use it. Several Board 
members asked questions. Mr. Ray asked 
that the Board be notified the next time 
they anticipate an extended period of low 
content coal usage and Mr. Ophaug said 
they would be glad to do so. They expect 
equipment installation at their new plant 
to a the monitoring program within the 
month. 


Motion by Mr. Emery, seconded by Mr. 
Dodson, that we continue the complaint 
especially since their 0.1 air samples ap- 
proach the Federal limits scheduled to go 
into effect July 1, 1972. 


Motion carried. 


The engineer indicated receipt of many 
complaints regarding Centrifuse, Inc. All 
concern running at night without collection 
equipment. Mr. Shuster indicated that it 
is not company policy to operate the cupola 
without running the equipment except in 
eases of emergency. Mr. Ellsworth confirm- 
ed this policy but he did indicate that the 
electric furnaces are not controlled. Mr. 
Shuster indicated that they now have a 
company willing to work with them on this 
problem. Mr. Ray asked Mr. Pesterfield 
to survey the situation and report at the 
next meeting. 


Motion by Mr. Dodson, seconded by Mrs. 
Weeks, that the complaints be held open 
pending a progress report from the engi- 
neer. 


Motion carried. 


Mr. Granger was introduced by the engi- 
neer. His firm has just finished installing 
compactors at Sears and McDonalds. Mr. 
Petserfield recommends that we close both 
of these complaints as well as Lansing 
Electric Motors and 1224 E. Main since they 
are all in compliance. 


Motion by Mrs. Bock, seconded by Mrs. 
Weeks, that the Board concur in the recom- 
mendation of the engineer. 


Motion carried. 


Mr. Pesterfield indicated that he has a 
conference scheduled with John Bean offi- 
cials, Mrs. Bock will see Mrs. Tracy who 
has complained about Associated Trucking. 


Motion by Mr. Emery, seconded by Mr. 
Dodson, that these complaints be held for 
a report at the next meeting. 


Motion carried, 


Mr. Pesterfield will investigate a com- 
plaint regarding diesel engines running at 
Grand Trunk. 


Mr. Zapata presented a summary report 
of the recommendations of the Committee 
on Community Information Planning. 
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Motion by Mrs. Bock, seconded by Mr. 
Sullivan, that the Committee be thanked 
and the report accepted. 


Motion carried. 


Mr. Ray asked Board members to study 
the report and be prepared for a discussion 
at the next meeting. Mr. Ray further asked 
the Committee to consider the community 
information portion of their assignment 
and report at the next meeting. 


The next meeting will be held Wednes- 


OCTOBER 11, 1971 


day evening, October 27, 1971, at 7:30 p.m., 
in Room G-36, City Hall. 


Motion by Mr. Dodson that the meeting 
be adjourned, So ordered. 


The meeting was adjourned at 8:50 p.m. 
Respectfully submitted, 


MARVIN S. RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF PUBLIC SERVICE 
OF THE CITY OF LANSING 





Proceedings, October 6, 1971 





Meeting was called to order by Chairman 
Dale Granger at 7:30 p.m. 


Present: Mrs. Idabelle Borgman, Messrs. 
Dale Granger, Norman Hack, Lyle Ste- 
phens and Dr. Frank Bevez. 5. 





Absent: Messrs. Arthur Faggion, Joseph 
Hobrla and Duane Russell——3. 


Staff: Messrs. Robert Backus, William 
Ancell, Robert Corbit. 


Mr. Granger moved that the Board ac- 
cept, as excused, the absence of Messrs. 
Faggion, Hobrla and Russell. 


So moved by Mr. Hack, seconded by Dr. 
Bevez. 


Carried. 


Minutes of the previous meeting held 
September 1, 1971, were approved as read. 


Mr. Hobrla arrived at meeting. 


Chairman Dale Granger introduced Mr. 
John Ruskin of the Ingham County Health 
Department. Mr. Ruskin introduced Mr. 
Bob Dawdy PE, Chairman, and Mr. Leo 
DeFairain PE, who are members of the 
Grand Valley Chapter, Society of Profes- 


sional Engineers. Dr. Dawdy explained 
that the reason for their appearance before 
the Board was to inform the Board of their 
interest in air pollution, and to get the 
Board’s permission to conduct an extensive 
study of the pollution problems in the City 
of Lansing. 


Mr. Faggion arrived at meeting. 


Mr, Dawdy stated that their main in- 
terest is in the solid waste pickup for the 
City, and this is the program they plan to 
make an economic study on. 


Mr. Russell arrived at meeting. 


The Board concluded that such a study 
would be very beneficial to the City and 
thanked them for their interest. Mr. Dawdy 
stated that they would attempt to have this 
report completed by February, 1972. 


Mr. Stephens was excused from the 
meeting. 


Mr. Russell gave a progress report on 
Urban Renewal, and stated that they are in 
the process of acquiring property for Proj- 
ect No. 2. 
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(chapter) and printed copies shall be kept 
in the office of the City Clerk of the City 
of Lansing, available for inspection by and 
distribution to the public at all times. 
Section 2, All ordinances or parts of or- 


dinances inconsistent with the provisions 
hereof are hereby repealed. 


The following persons spoke relative to 
Model Cities : 


Robert Hull, 1229 Hickory St. 

Ron Peters, 522 Clifford 

Francis Fisher, 187 Leslie St. 

Pat Ryan, 318 Allen St. 

David Dean, 516 Clifford St. 

Jean McDonald, 223 S. Fairview 
Lloyd Teets, 2415 Greenbelt Dr. 
John Lewis, 1520 W. Lenawee St. 
Lois Vanegas, 810 E. Shiawassee St. 


James Taylor, 416 Everett Dr. 
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Paul Stokes, 2013 William 

Fred Lamb, 1036 E. Main St. 

Avonne Maran, 1231 Bement St. 

Sharon Rosenberger, 2222 Mary Ave. pre- 
sented petitions to hold election for purpose 
of giving people choice of being included 
or excluded in Model Cities Planned Varia- 


tion Area “‘L” and such election of free 
choice. 


Wm. Smith, member of Policy Board of 
Model Cities. 


Council adjourned at 9:30 P.M. 


THEO FULTON, 
City Clerk. 
Lansing, Michigan 
November 8, 1971 
F/B/M 





OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, October 27, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Octo- 
ber 27, 1971, at 7:30 p.m., in Room G-36, 
City Hall. 


Present; Board Members Bock, Emery, 
Ray, Tableman, Weeks and Zapata—6. 


Absent: Board Members Dodson. 


Guests: Norris Ingells, State Journal; 
Tim Parsons and Jim Erickson. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. Motion by Mr. 
Emery, second by Mr. Zapata, that minutes 
of the September meeting be ammended to 
indicate Mr. Tableman as present and then 
accepted as printed, 


Motion carried. 


Mr. Pesterfield reported receipt of two 
communications from the Board of Water 
and Light. The first gave results of SOz 
studies. Samples have gone to 0.1 Mg. in 
five instances. Some work will have to be 
done in order to meet proposed Federal 
standards. The second communication ap- 
prised the Board that due to the mine 
strike, they are receiving some low sulphur 
coal and plan to use it with high sulphur 
coal. They are presently receiving no coal 
from regular sources. The engineer will 
contact them during the coming month. He 
recommends that the complaint be held 
open. 


Centrifuse, Inc. officials conferred with 
Mr. Pesterfield regarding the holding fur- 
naces. Hooding and venting them will be 
a real problem but two companies are 
now working with them on the problem. 
They inspected the new incinerator. The 
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company now burns everything. The engi- 
neer was pleased with the operation. He 
recommends that the Board continue this 
complaint. 


John Bean’s incinerator is not as so- 
phisticated as that at Centrifuse but it is 
working and very well and the company is 
pleased to find that they are saving on 
trash removal. Production at the Lansing 
plant now consists of light work. All 
testing operations requiring exhaust control 
have been moved to other locations. Since 
the complaint we have against this com- 
pany involved operations no longer being 
conducted here, the engineer recommends 
that this complaint be closed. 


There has been a change of engineering 
staff at Melling Forging and both the men 
Mr. Pesterfield talked with indicated they 
would talk with the complainant. There 
have been some equipment problems due to 
inexperience. Mr. Pesterfield will also con- 
tact the complainant again and recom- 
mends that we hold this open. 


The engineer has contacted Grand Trunk 
personnel regarding idling practices. He 
reminded them of their commitments last 
year regarding this problem. Their new 
facilities outside town will be ready within 
two weeks. All equipment servicing will 
be moved at that time, Since idling should 
no longer be a problem at this site, Mr. 
Pesterfield recommends that the complaint 
be closed. 


Mrs. Bock contacted the complainant re- 
garding the problem at Associated Trucking 
and she also talked with Mr. Dyer of the 
company. The back yard in question ad- 
joins the truck parking lot. The area is 
zoned for light industry. Mr. Dyer indicated 
that engines must be started and idled be- 
fore being used. Mrs. Bock suggested that 
the complainant also contact Mr. Dyer who 
seemed anxious to be cooperative. It was 
recommended that this be held open until 
next month to see whether we receive more 
complaints. _ Meanwhile, several Board 
members indicated they would make further 
inquiries. 


Motion by Mrs. Bock second by Mrs. 
Weeks, that the Board concur in the recom- 
mendations of the engineer concerning the 
above compaints. 


Motion carried. 


A complaint has been received concern- 
ing the incinerator at Fabiano Grocery. 
Mr. Pesterfield has investigated but has 
been unable to determine whether the 
Grocery or a neighboring residential burner 
is at fault. The grocery garbage is all 
picked up so he is not burning garage. He 
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recommends that this be held open until he 
is able to make a determination. Motion 
Mr, Tableman, second Mr. Zapata, that the 
Board concur. 


Motion carried. 


The City Council has referred to the 
Board a communication from Willard 
Springer concerning noise and air pollu- 
tion, Motion by Mr. Tableman, second Mr. 
Emery, that the Board acknowledge receipt 
of the letter and indicate our concern. Since 
the noise problem is not now within our 
jurisdiction, a copy of the communication 
should be sent to the Sub-Committee on 
Noise Abatement and Air Pollution Con- 
trol in the hope that it will be useful in 
their work. 


Motion carried. 


Lansing Electric Motors is the subject of 
another complaint. Mr. Pesterfield has re- 
investigated. He watched the operation and 
checked outside the building while it was 
going on. He could detect only about the 
same amount of smoke as would be emitted 
from a residential oil-burner and some odor. 
No further action will be taken at this 
time. 


A complaint has been received regarding 
Universal Welding. Because of the press 
of business, they were doing welding in 
the parking lot. This practice has been dis- 
continued and will not be done again. The 
management indicated they would contact 
the complainant with this assurance. The 
engineer recommends that the complaint be 
closed. Motion by Mrs, Weeks, second Mrs. 
Bock, that the Board concur. 


Motion carried. 


Mr. Pesterfield has been receiving many 
complaints regarding Fisher Body, most 
from one or two sources. The Chairman 
suggested that the complainants and Fisher 
Body representatives be invited to the next 
Board meeting. 


There was no report from the Community 
Information Planning Committee. Mrs. 
Weeks reported on a meeting of the Sub- 
Committee on Noise Abatement and Air 
Polution Control. They had some interest- 
ing speakers, Dan Meyers indicated to her 
that Federal funds may be available to help 
us. Mrs. Weeks feels there is duplication 
of effort here. 


The Board considered the Interim Recom- 
mendations of the Community Information 
Planning Committee. Motion by Mr. Table- 
man, second Mrs, Bock, that the Board 
accept the report and (1) authorize the 
Committee to proceed with Item 3 and (2) 
investigate the possibility of obtaining Fed- 
eral funds to support such a changed Board. 


Motion carried, 
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The next meeting will be held Tuesday, 
November 23, 1971 at 7:30 p.m., in Room 
G-36, City Hall. Motion by Mr, Emery that 
the meeting be adjourned. So ordered at 
8:55 p.m. 
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Respectfully submitted, 


MARVIN 8S. RAY 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, October 14, 1971 





The meeting was called to order by Chair- 
man George Denfield at 7:30 p.m. 


Members’ present: George Denfield, 
Claude Buxton, Robert Corbit, Ralph Gun- 
thorp and Grey Turney—5. 


Members absent: Councilman Moore, Joe 
DeLaney, and John Brady—3. 


Inspectors Present: Leo Fox and Wil- 
liam Miles. 


Minutes of the previous meeting, Sep- 
tember 7, 1971, were read and approved. 


Chairman Denfield welcomed Robert 
Dorn, a Sexton High School student, 
attending the meeting. 


Also in attendance at the meeting was 
Lester Simmons of the C. G. Brenner Cor- 
poration and Harold Placer of Placer 
Plumbing Company and Bartley Chapman 
of Building Department. 


As there was no old business to discuss, 
Chairman Denfield dispensed with the reg- 
ular order of business. 


Mr. Simmons spoke to the Board about 
plastic pipe he installed in a building on 
Eureka Street. The plastic pipe was instal- 
led in a fire wall, which was in conflict with 
the Building and Fire Codes. 


Mr. Chapman of the Building Depart- 
ment explained to the Board and Mr. Sim- 


mons what constitutes a fire wall, and 
where they are required by the Building 
Code. Also, fire rated partitions and ceil- 
ings. After a lengthy discussion, it was 
decided the Inspectors meet with fire of- 
ficials and Building Officials and report to 
the Board at the next meeting. 


Mr. Fox mentioned the extra work re- 
quired to check all homes that are financed 
by F.H.A. Mr. Buxton stated that there 
are many violations in most older homes. 

Motion was made by Mr. Buxton and 
seconded by Mr. Gunthorp, that a sanitary 
inspection of exsisting buildings, includ- 
ing a letter listing any corrections needed, 
shall be performed on receipt, of a written 
request and by payment of a fee of $15.00 
for single residential buildings or $15.00 
per hour for other buildings. 


Motion carried. 


There being no further business, Mr. Cor- 
ye made a motion the meeting be adjourn- 
ed. 


Meeting was adjourned at 9:30 p.m. 


Respectfully submitted, 


G. J. TURNEY, 
Secretary. 
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new year (the first meeting in July) and 
elect the officers before the meeting so that 
the new officers could then preside at the 
meeting. 


Motion by Kelley supported by Gaus that 
Mrs. Houck be nominated for the office of 
Chairman and that the nominations be 
elosed and a unanimous ballot be cast for 
Mrs. Houck. 


Motion carried by unanimous approval. 


Motion by Kelley supported by Rendon 
that Mr. Trierweiler be nominated for the 
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office of Vice-Chairman and that nomina- 
tions be closed and that a unanimous 
ballot be cast for Mr. Trierweiler. 


Motion carried by unanimous approval. 


Meeting adjourned at 9:15 P.M. 


Respectfully submitted, 


RAYMOND C. GUERNSEY, 
Secretary 
Board of Zoning Appeals. 





OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, November 23, 1971 





The regular meeting of the Air Pollution 
Board was held Tuesday evening, November 
aun at 7:30 p.m., in Room G-36, City 

all. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan, Tableman, Weeks 
and Zapata, 


Guests: Norris Ingells, State Journal; 
T. F. Wiethorn, Lee Ries, Keith Williams 
and L. H. Boerma, Fisher Body Div., GMC 


The meeting was called to order by Vice 
Chairman Weeks, The secretary announced 
the presence of a quorum, Motion by Mr. 
Tableman, second Mr, Dodson, that minutes 
of the October meeting be approved as 
printed. 


Motion carried. 


Representatives of Fisher Body Division, 
GMC, appeared to brief the Board on 
activities toward solution of their odor 
problem. Their testing program has pin- 
pointed the source of the odor. They have 
changed metal cleaning spirits. This has 
helped but not eliminated the problem. 
They are now using a condensing unit. 
This has had to undergo some modification 
bui they expect it to be in service within 
two weeks and hope it will remove odors 
from the metal cleaning operation. The 
electrostatic spray equipment mentioned 
some months ago is now in use. This 
has effected about a 15% saving in mate- 
rial and should also affect total odor output. 


A new procedure is being used for spray 
gun purging and this has resulted in a 
material saving. They have found a way 
to raise stacks 20 feet. This will not elimin- 
ate odors but should aid diffusion. They are 
installing an experimental scrubber on the 
undercoat oven exhaust with “before” and 
“after” stack sampling planned. If this 
proves out, additional units will be in- 
stalled. There was a discussion. Motion, 
Mr. Zapata, second, Mr. Emery, that the 
company be thanked for its report and 
cooperation, Motion carried. Mr. Pester- 
field recommended that we continue the 
complaint. Motion by Mrs. Bock, second 
Mr. Dodson, that the Board concur in the 
recommendation of the engineer. 


Motion carried. 


Mr. Pesterfield reported that the Board 
of Water and Light has been using some 
low sulphur coal because of the coal strike. 
It is hoped that normal supplies will be 
received shortly now that the strike is over. 
The engineer recommends that we continue 
this complaint. Motion Mr. Dodson, second 
Mr. Sullivan, that the Board concur. 


Motion carried. 
The engineer reported that Centrifuse. 
Ine., has called him to report an equipment 


failure before neighbors complained. 


Mr. Pesterfield received a complaint re- 
garding odors from an idling truck at 
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1000 Dakin St. He referred the complaint 
to the Police Department and Building 
Inspector. He recommends that the com- 
plaint be closed. Motion Mr. Dodson, 
ee Mr. Emery, that the complaint be 
closed. 


Motion carried. 


There have been no further complaints 
regarding Fabiano Grocery. The engineer 
recommends that the complaint be closed. 
Motion Mrs. Bock, second Mr. Zapata, that 
the complaint be closed. 


Motion carried. 


Melling Forging has contacted com- 
plainants and this action has apparently 
taken care of the situation. The engineer 
recommends that the complaint be closed. 
Motion Mr. Dodson, second Mr. Emery, 
that the Board concur. 


Motion carried. 


Mr. Ray came in. 


Mrs. Bock has talked with several people 
in the neighborhood regarding the problem 
at Associated Trucking. There is talk of a 
petition. There was a discussion of the 
possibility of requesting a Health Depart- 
ment investigation. Mr. Pesterfield will 
ask for one if it cannot otherwise be con- 
trolled. Meanwhile, the engineer will con- 
tact a diesel engineer for more information 
and recommends that the complaint be held 
open. Motion Mrs. Bock, second. Mr, 
Zapata, that the Board coneur. Motion 
earried. 


Mr. Dodson read a statement. Motion by 
Mrs. Bock, second Mr. Emery, that the 
statement be accepted and spread on the 
minutes, that Mr. Dodson be commended 
and that copies of the minutes go to the 
Mayor and Council. 


Motion carried, 


“A couple of weeks ago, Norris Ingells 
had an article in the paper reporting an 
interview he had with a gentleman from 
the Ingham County Health Dept. It was 
mentioned in this article that a year ago 
the Air Pollution Board had recommended 
city-wide trash pick up and at the same 
time to ban all open burning. I think it 
was that same week an editorial appeared 
in The State Journal complimenting the 
Board on the job it is doing. Also the 
editorial recommended that the City Council 
“should give serious consideration” to ex- 
panding the authority of the Air Pollution 
Board. It is my personal opinion that the 
city council has been and is still dragging 
their feet on this issue. 


DECEMBER 13, 1971 


“J have checked back through the minutes 
of all the meetings since August 30, 1962. 
That is the year I came on the Board. 
The first burning complaint after that date 
eame in October, 1962, and almost every 
month since then we have received burning 
complaints, 


“The next few years were primarily 
taken up with the Centrifuse problem which 
overshadowed some of the other complaints 
and received most of the publicity. In 
October, 1967, there was a Committee ap- 
pointed to study changing the ordinance on 
air pollution. 


“The Board has been working hard since 
that time, under the able direction of Mr. 
Ray and Mr. Tableman, to acquire a new 
ordinance to cover many phases of air 
pollution and environmenta] control. There 
has been many communications with the 
City Council but there still has mot been 
too much action. 


“Tt is not really funny but to me, anyway, 
a little humorous that the City Council will 
not give the Board the authority to handle 
noise complaints but several of the council- 
men refer noise complaints to this board 
for investigation. 


“Mr. Pesterfield has done an outstanding 
job as Engineer for this Board. It has been 
through his efforts that many of the 
business places that have had burning com- 
plaints against them have either improved 
their incinerators or installed compactors, 
We have had top notch publicity through 
the efforts of Mr. Ingells’ reporting of the 
monthly meetings and his special features. 


“Business and industry have given this 
Board very fine cooperation in alleviating 
their air pollution problems and I think it 
is about time that we had some of this 
cooperation from the City Council.” 


There was a discussion of the report from 
the Sub-Committee on Public Relations. 
Motion by Mr, Ray, second Mrs. Bock, that 
the report be accepted and the Sub-Commit- 
tee directed to proceed to obtain time and 
cost estimates. 


Motion caried. 


Mr. Ray presented a letter he had re- 
ceived from John Ruskin, Ingham-Lansing 
Health Department, He also reported that 
he will accompany city officials to Chicago 
December 9, 1971, to discuss acquisition of 
air pollution funds. 


The next meeting will be held December 
29, 1971, at 7:30 p.m., in Room G-36, City 
Hall. Motion. Mr. Dodson, that the meeting 
be adjourned. So ordered. The meeting 
adjourned at 8:50 p.m. 


Respectfully submitted, 


MARIE WEEKS, 
Vice Chairman 


NORMA DONOVAN, 
Secretary. 
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Lloyd Tietz, 2415 Greenbelt Drive, spoke. 


Richard Rice, 1702 S, Pennsylvania Ave., 
spoke. 


Michael Eliashon, 2325 S. Cedar St., 
spoke. 


Martha Johnson, 424 River St., spoke. 
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Council adjourned at 9:25 p.m. 


THEO FULTON, 
City Clerk, 


Lansing, Michigan 
January 10, 1972 
F/M 





OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, December 29, 1971 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Decem- 
ber 29, 1971, at 7:80 p.m., in Room G-36, 
City Hall. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan, Tableman, Weeks 
and Zapata. 


Guests: Norris Ingells, State Journal; 
Mrs. Roy Dodson, Dave Dodson. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. 


Motion by Mrs. Weeks, seconded by Mr. 
Dodson, that minutes of the November 
meeting be approved as printed. 


Motion carried. 


Mr. Pesterfield reports that he has con- 
tacted several diesel experts who tell him 
that it is not necessary for trucks to idle 
for long periods at Associated Trucking. 
He believes they may do it in part to keep 
the cabs warm. He recommends that we 
invite them to meet with us in January. 


The Board of Water and Light has com- 
pleted contracts for high SO2 coal and 
should be able to meet their responsibility 
to the community. The engineer recom- 
mends that the complaint be closed. 


Mr. Pesterfield has had no further com- 
plaints concerning Lansing Drop Forge. 
Their equipment has been installed. He 
recommends that the complaint be closed. 


Diamond Reo has been under surveillance 
but Mr. Pesterfield has not seen any black 
smoke although the stack gives evidence 


that such has been the case. He has an 
appointment with the Vice President in 
charge of Engineering in January and will 
report the results at the next meeting. He 
recommends that the complaint be held 
open. 


Motion by Mrs. Bock, seconded by Mr, 
Zapata, that Associated Trucking manage- 
ment be invited to meet with us in January, 
that Lansing Drop Forge complaint be 
closed and that Diamond Reo complaint be 
held open. 


Motion carried. 


Motion by Mr. Emery, seconded by Mr. 
Dodson, that the complaint against the 
Board of Water and Light be continued in 
order to keep them under surveillance. 


Motion carried. 


A new complaint has been received re- 
garding uncovered trucks used by the Board 
of Water and Light. Mr. Pesterfield will 
contact them again. A new complaint has 
also been received regarding Simon Iron 
and Steel. Mr. Pesterfield will investigate. 


There was a discussion regarding Com- 
munity Information Planning Committee 
work, 


Motion by Mr. Emery, seconded by Mr. 
Dodson, that the Board authorize expendi- 
ture of funds to cover 100 hours of work 
at $8/hour by personnel to be selected by 
the Committee. 


Motion carried. 
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Motion by Mr. Dodson, seconded by Mrs. 
Weeks, that the Board authorize Carlos 
Zapata to act as administrator, Mr. Pester- 
field as Technical Advisor and Norma 
Donovan as clerical assistant on this 
project. 


Motion carried. 


The next meeting will be held January 
ze. Lore at 7:30 p.m., in Room G-86, City 
Hall. 


JANUARY 10, 1972 


Motion by Mr. Dodson that the meeting 
be adjourned, So ordered at 8:20 p.m. 


Respectfully submitted, 
MARVIN S. RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF APPEALS 
OF THE CITY OF LANSING 





Proceedings, November 11, 1971 





November 11, 1971 
Court Room No, 1, 7:30 P.M. 
Sixth Floor, City Hall 


The meeting was called to order at 
7:30 p.m. by Chairman Houck. 


ROLL CALL 


Present: Gafner, Gaus, Houck, Kelley, 
Novakoski, Rendon, Taylor, Trierweiler—8s. 


Absent: None. 


HEARINGS 
No, 1891: 


No one was present to speak on behalf 
of Charles Hengesbach’s appeal to erect a 
garage to within 48 feet 6 imches of the 
front property line upon the premises 
known as 6047 Hilliard Road. This is con- 
trary to Section 36-17 (6) of the Zoning 
Ordinance which allows a private garage 
as an accessory building when located sixty 
(60) feet from the front property line. 


A slide presentation was given by Mr. 
Vernon Fountain showing the subject prop- 
erty and its relationship to the surround- 
ing land use and development, 


Mr. Fountain stated that the house and 
garage were recently moved to this location 
and an existing swimming pool prevents 
moving the garage further back. 


Motion by ‘Trierweiler, supported by 
Gaus, that appeal No. 1891 be granted 
quae Section 36-12 (6) of the Zoning 
ode, 


The Board found, based on testimony and 
evidence, that the existing swimming pool 
on the site, did in fact prevent further set- 
pack for the garage. It was also found that 
the garage would be located to the rear of 
the existing dwellings, therefore, the Board 
does not believe that the setback reduction 
will seriously affect any adjoining property 
or the general welfare, 


Motion carried unanimously. 


No. 1892: 


Clarence Dorr was present to speak on 
behalf of Ralph E. Small’s appeal to en- 
close an existing front porch with windows 
and screens upon the premises known as 
327 Kensington. This is contrary to Sec- 
tion 86-44 (4) of the Zoning Code which 
requires a front yard of twenty-six (26) 
feet as established by 40% of the developed 
frontage. This petition represents a vari- 
ance of eight feet into the required front 
yard area, 


A slide presentation was given by Mr. 
Fountain showing the subject property and 
its relationship to the surrounding land 
use. 


Mr. Fountain stated that front porch en- 
closures are typical in this neighborhood. 


Mr. Clarence Dorr, 327 Kensington, had 
nothing to add to this appeal. 
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